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Message Text 


UNCLASSIFIED 

PAGE 01 ASUNCI 00346 231303Z 

73 

ACTION ARA-10 

INFO OCT-OI ISO-00 AID-05 EB-07 /023 W 

123073 

R 222005Z JAN 76 

FM AMEMBASSY ASUNCION 

TO SECSTATE WASHDC 6581 

INFO AID EPD NCAD NEW CUMBERLAND PA 

UNCLAS ASUNCION 0346 

E.O. 11652: N/A 
TAGS: EAID, PA 

SUBJ: AID EXCESS PROPERTY MEDICAL SUPPLIES 

REE: NC FSB 053 DATED 16 JANUARY. 

1. AS REQUESTED IN REFTEL, FOLLOWING IS INFORMATION 
CONCERNING THE EXCESS PROPERTY MEDICAL SUPPLIES 
ORDERED BY RECIPIENT FOUNDATION HOSPITAL BUT NEVER 
RECEIVED AND EOR WHICH A REFUND HAS BEEN REQUESTED. 

STOCK NO NOMENCLATURE QTY UNIT UNIT PRICE TOTAL COST 
DD-1348 TCN 72G3BA40660008 
6505-146-2200 SULFADIAZN TAB. 4 BT 8.98 35.92 

6505-160-0495 CHLORAMPHEN CAP. 576 BT 13.68 7.879.68 

6510-058-5486 CELLULOSE ABS 100 PG 1.66 166.00 

6515-380-4100 SYRINGE LUER 12 EA 0.73 8.76 

6515-559-4000 NEED HYPO 1 PG 0.81 0.81 

6840-543-4016 INSECT 25 0/0 DDT 9 BT 2.46 22.14 

8,113.31 

DD- 1348 TCN 72G3B A406600 1 0 

6510-371-8800 BAND COT P/P 1 BX 1.17 1.17 

4X15 IN 50 

6515-059-3425 NEEDLE SPIPUNC24G 20 EA 0.52 10.40 

11.57 

DD- 1348 TCN 72G3B A406600 1 1 

5110-344-9900 KNIFE, CRAFTSMAN 5" 15 EA 0.54 8.10 

DD- 1348 TCN 72G3B A406600 1 5 

6510-201-1755 BANDAGE 192 EA 0.17 32.64 
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6510-201-2900 COMPRESS BANDAGE 12 EA 1.62 19.44 
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6515-299-8681 CATHETER 15 EA 0.58 8.70 

60.78 

DD- 1348 TCN 72G3B A406600 1 6 


6515-302-6020 ANOSCOPE 

18 

EA 

6.89 

124.02 

6515-312-4120 BURR CRAN 

I 

EA 

3.62 

3.62 

6515-317-4220 CATHETER 

24 

EA 

0.20 

4.80 

6515-317-4290 CATHETER 

20 

EA 

0.22 

4.40 

6515-330-2920 FILIFORM 

1 EA 1 

.72 

1.72 


138.56 

DD- 1348 TCN 72G3B A406600 1 7 

6515-000-0202 ARIWAY 41 EA 0.25 10.25 

DD-1348 TCN 72G3BA40660007 

6510-000-0260 STOCKINET 45 RO 2.52 113.40 

6510-000-0270 STOCKINET 24 RO 3.50 84.00 

6510-000-7435 DRESS ELD 500 EA 0.14 70.00 

6510-201-7425 DRESS 113/4 COMOF. 576 EA 0.47 270.72 

6510-204-2000 WADDING COT. 10 PG 0.95 9.50 

6515-000-0101 AIRWAY PLASTIC 169 EA 0.25 42.25 

6515-317-4240 CATHETER, RUBBER 24 EA 0.19 4.56 

6510-721-9783 BAND MUSLIN 1.680 EA 0.28 470.40 

6515-342-4700 INHALER ANESTYANKH 5 EA 1.63 8.15 

6515-354-3200 INSUEFLATOR OXYGEN 1 EA 54.45 54.45 

6515-317-7620 CATH.URET BALL 36 EA 0.52 18.72 

6515-346-5900 MAGNIFIER BINOC 5 EA 4.90 24.50 

6515-349-3400 NEEDLE HYPO 3 BX 0.58 1.74 

6515-351-8220 NEEDLE SUTSZ4 13 PG 0.26 3.38 

6515-364-0900 SCISSORS SURG. 5 1/2" 2 EA 1.47 2.94 

6515-515-2115 BURR, CRANIAL 4 EA 3.52 14.08 

6515-514-2395 SYRINGE LAUER20CC 199 EA 0.34 67.66 

6520-540-2050 MALLET ORAL SURG 4 EA 2.73 10.92 

6520-554-9150 SCISSORS ORAL SURG 50 EA 2.03 101.50 

6530-299-8265 PITCHER CLIN ALUM 3 2 EA 3.91 7.82 

6530-770-6055 NOZZLE RECTAL 28 EA 0.04 1.12 

1,381.81 

DD- 1348 TCN 72G3B A40660009 
5110-542-1350 PLIERS 10 EA 2.44 24.40 

6505-068-5494 LIDOCAINE J 200 AM 0.18 36.00 

6505-133-0810 THIOPENTAL 32 BX 10.53 336.96 

6505-147-1840 TETRACAINE 31 BX 1.78 55.18 

6510-000-7425 DRESSING 2.000 EA 0.47 940.00 
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6510-000-7430 DRESSING 2.000 EA 0.27 540.00 

6510-201-2004 BAND 1.200 PG 3.03 3,636.00 

6515-000-0111 SPLINT 120 EA 4.48 537.60 

6515-299-8337 SUCTION & PRES 4 EA 110.30 441.20 

6515-317-4240 CATHETER 15 EA 0.19 2.85 

6515-339-7880 GLOVES 150 PR. 0.18 27.00 

6515-363-8840 SCISSORS 2 EA 1.74 3.48 

6515-376-6940 SUR 561 SP 0.36 201.96 
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6515-386-5800 TUBE 21 SE 2.01 42.21 

6520-519-6900 CURET 10 EA 2.03 20.30 

6520-864-4321 SHELL 2 PG 0.45 0.90 

6530-406-0150 BOTTLE 419 PG 1.55 649.45 

6530-781-3673 TRAY 8 EA 0.80 6.40 

6530-794-0000 TRAY 3 EA 3.09 9.27 

6840-543-4016 INSECTICIDE 10 BT 2.46 24.60 

TOTAL 7,535.76 

GRAND TOTAL 17,260.14 

LESS ITEMS RECEIVED IN EXCESS OE ORDER - 192.06 

NET TOTAL 17,068.08 

2. THIS SHORTAGE HAS BEEN CHECKED AND VERIFIED BY THE 

AID PROPERTY ACCOUNTING UNIT. ACCORDING TO OUR CALCULATIONS, 

THE AMOUNT OF THE REFUND CALCULATED AT 23 PERCENT OF THE NET 
TOTAL OE ITEMS NOT RECEIVED WOULD BE $ 3,925.65. PLEASE 
INFORM EMBASSY WHEN REEUND APPROVAL IS GRANTED AND PROVIDE 
PRECISE INFORMATION ON HOW REFUND WILL BE MADE. 

LANDAU 


UNCLASSIFIED 


NNN 
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